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25X1 2 Z~ 

Tha lioehleD (U 5 Z/^ 4o) Combine is subordinate to the Topi ivo 
^oviot corporation* .ndreyav | soviet) is the manager of the 
foplivo in Leipzig (u 5 Z/ ^ SI) • His office is in the weoterni 
part of the? Bo chi on Gasoline i-lanto The BOeiilen Combine con- 
sists of * 

a., power stations 

b» Lo-c^lled "Combine* consisting of 
(1) nine (open pit) 




Briquette factory 


2 


{ 2) Lov.’-temperature carbonising plant 
(4.) Gasoline plant 
power stations 

So -Torlc force and managements 

The work force numbers l s bC0 men* 

German manager: Dr* Boje 
soviet general manager: Breus (until 31 October 1949) 

Karachev (since 1 iTovenber 1949) 


Department chiefs: 

ve oha i c rxl nanag anon 1 1 
:p:\feby department 5 
secretary: 


Graduated engineer Roehnick 
Deputy engineer: Gapora 
engineer Kirchaer 

Kirchner 
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Department for standardization and organisation of works uonte 

personnel department ; Buchaann 

guot production do > rtaent ; engineer meubert 

w'tean goner* t ion den- rtnont • engineer dobora 

t>o t or generation departments i«ietsehe 

pov or distribution dor rtmont % belling 

Technical do r rtmeut 5 jelle 

per rtraent for new Inst' 11 - t ions s chief engineer Facius 

deputes Aolb 

in accounting; office; Chief accountant Bojac 
x>ccno::ic dep< rtaent • pr* pilules 
cultural nd 50 c 1 - 1 , elf arc dep: rtuent* Hod i eke, 

h * production install- tions; (s-c- attached . ' - 

jinexes 3 through 6) 

(1) pox: or generation* ( 3 ee jnnex 3) 

(a) machines ao 1,2 ana 3 (superheated steam turbines 
with generators) are operated for plant requirements 

(b) machines lie 4,5,6,7,8,9,10 and 11 

machine tto 10 is not in operation due to an explosion in 
-ay 1949 ^ 


( Z) storm generation; 

Boiler house 1 ( so: ettached tnnex 3) 

In this boiler house are boilers lio 2 ,3, 4,5 , 6 g 7 ,,8,19 s and 
The fuel is crushed crude brown coal with gas additions® 


Boiler house II (see attached uxnex 3 ) 

rn this house are boilers ao 8 , 11 , 10 , 15 , 17 , lc 14 ,0.6 and 1 ^* 
flic fuel is coal dust v.’itli gas addition® 

The generation of live steam for the various machines is shorn 
In \pjaex 4 (diagram of the live steam piping) 

?gv phv dust production is done in the coal -pulverizing 
111 outside the power station in ^ ^aa ^ 

Jo -bine (see \nno* 6)® The brown coal coi.e coming iro.a the 
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lov;**'tonperature carbonising pi nt Is crushed to coal dust 
in eight nil Is and blown into the burler& of the power station, 
which are obovc the boilers in the boiler house II. ^cven 
coal dust pipes lead to the bunkers* They are operated 
compressed air. 

file dust production in July and ;ugust 1949 was 67,350 tons 
and 69 ,781 tons* 

3* The so«callwd * Combine: 


The work force numbers 9,cCG men 

dcr. .an ; irwa^er j kxion 

joviet jerwral manager* fkzarov 

production? 

Brown coal briquottess are produced from crude brown coal* 

Monthly productions 65,000 tons, tbout 3oO tuns of this amount 
are carbonized hourly at low temperatures in the low**' tempo r a t* ure 
carbonizing plants I and jl. (see \nnex 3> * The following by- 
products are recovered; sulphur * tar and lacquer* 

The plant guard of the combine numbers 3c0 men armed with ffh/les , 
nodai 98 , and pistols, model ()S« The plant guard is subordinate tc 
the people* s police and wear the seme type uniform. The 
line plant has its own guards 

4 . a daily production of 26c ,000 gallons of gasoline was reported 
for the beginning of September 1949, a if ty percent of this out- 
put was aviation gasoline for the soviet hir Force, 35 percent 
was used for gov lot requirements in Poland and the remaining 
15 percent fox* German civilian needs in the soviet f*one of 
Germany * 

25X1 A 

Comment * 

a. only part of the layout sketches of \m\ex 5 could be supplied, 
although incomplete this partial diagram is forwarded because it 
shows important install' t ions of the plant* 
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the Boehlen Combine was indicated at 


report c 


;c cording to para .3 o ' 


'or cc has increased to 9,000* 


to an annual production of about 
percent , i*e. 1 So ,000 tons , would 
These indications are not corre 
the plant approximates 240 ,CQC 
ly about 160, OeO tons ,:»ay bo fa 3,1 pro* 
1 production share of aviation gaso- 


il eg* 
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o. The abbreviations , such as j*: i9 ET LV, usod in the 
\nncxos 1 and 2 reiser to plant departments , thu Tull desig- 
nation of '..hie ii is not yet known* The in^or. ..tion on ex- 
pansion projects dourly indicate u considerable short ace 
of cement , screws s angle iron, flat iron etc* still in 
^eptoabor 1949, This short;. uc \;ill be relieved by using 
western D ' funds to be provided with the assistance oT the 
soviet manage. .ont or this soviet cor poration and by appro- 
priate measures the German economic Commission in Berlin, 

6 annexes- (1) excerpt iron Circular of the noohlen Power 
“ * plant 

(Z) Excerpt froa not© on a meeting held in the 
power station on 9 September 1949 

(3) Layout plan of the power plant, scale 1?1,CCC; 
draft number ETK. 5«lo21o86 dated 30 January 
1939; last correction made on 25 Parch 194©. 


(4) uiagran of the live steam piping system of 
the gaechsische her he Bh'« Bcehlen Corpora- 
tion, office TK^KI draft number 368, sub- 
stitute for draft number £46a, dated 15 -march 
1946 * 


25X1 A 


(5) (not complete) * Generator switchgears III, 
machine house, underground bunker, ash clarify* 
ing plant ? coal recovery department, surface 
bunker, club house, sifting shop, drying houses 
I, TI> and III, transformer station, grinding 
shop, office of the operational manager, 
cooling house, transformer station, low-tem- 
perature carbonising plant I ' nd JI, coke- 
aging department , crushing pla^t, tar-processing 
department, loading station, pressing "depart- 
ment , workshop nd grinding: shop, briquettes 
stock yard* This diagram was without desig- 
nation or any indie tion of number, department, 
date etc. 

(6) diagram of the coal dust conveying bridge * 
scale 1:250, draft No iiTK Sd. 15/73 dated 
16 June 1949 . 
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wgccr-it i ron q circular to ,11 Plr.nt 
t»xio i3QGliien pQ7 ~or plant ■ 


departments of 


Boehlun, G Janu* ry 1949 
Lr B jfex/i:oi 

ie; Directives on the 1942 building plan. 

ILe plan is divided into : 

1 . Reconstruction projects accounting No 15, expenditure 

position No 597 

2. New building projects accounting No 1 q 4, » N0 593 

3 . Largc-Bcnle repair projects « t jo 154 , « Ko 599 

The building plans have to be established by M\ 

The department Ay is responsible Tor accounting end supervising 

runas - * *■“ 


v ftor \jilC pX *0 lOSOd bllllciiii -1 P nru. ji h?- tm a, • r « .i. i o_ t_ . 



4- r .ij „ * % — _> 1 urwarac 

^ u ;\ ? opa ^ tuont - v;lilcii v/ ill Wk out estimates 

^ii a i VxdU 7 l o ^, c ?, ta * Tlieso estimates must be submitted 
hr 01 th ? GG estimates rill bo made rhich v/ill 

be diotrxbutoa xo ohe joviet general management * the deo^t- 
aent the ^ department ^nd one kept in the files of ihe re^ 
pectivc utn-rtmont. 

xs previously done, tlie account in ; : office v.ill make uo a fije 
xor each ouildxng project or accounting number rhich ill 1 
contain the follov-lng records; * 

1. estimate of costs 
& » copies of orders 
3 * re core of expenditures 
4 c record of funds 

5 c notes regarding investigation and conf irmation. 

\fter each monthly return these files vill be handed for several 
a ay 3 , J ° * nQ respective departments for nerusol and information* 
Receipts on allocated materials are registered in the record of 
©xpe.iviitures • nd are keat^in the accounting office f fbO * They 
^uspoct-ca at any tine just as other vouchor copies A 

jf --pproved fuucs do not suffice for any project the respective 
department has to submit a su elementary re guest through" the 
to the jovx^ 6 ;onoral manage., .cut • Jk has to be informed of 
w nis request. the operational manager and the =r of build! 

0 delations pro roepousiolo for the scheduled use of '»rop>osed and 
approved f undo . expenditures for capital vork , ,ay under no 
circumstances ho charged to the plant account* 
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NT is responsible for the realization of the capital vrork 
and capital repairs as v/ell as for the planned use of funds. 

EUiisaT y* 

2T v;ill drat, ui tlic build In..; plans * fhe estimates of the 
plant do v,rt,*c;its till therefore be submitted to ET# Af is 
responsible for the realization of the projects • nu for the 
planned use of the funds* 

Ap t.-ill &ive the accountin'; numbers. It aill also resistor 
the expenditures and supervise the funds. 

IT KF 

signed pazius signed jclielzig 
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fro., g -ote ko;-t on Jile 

~>o: reetin . held in the power pl~.nt on Friday, s jeptombor 124' 

_,hils unscrev.in n flue dust funnel an explosion occurred 

boiler no 10 x/hich had not been in operation 
faxnce yesterday at a p.a. Three worknen suffered burns and 
v;ero sent to a hospital. " " 

£!jf r t ? il ? r departnent, at present operating lo boilers, will 
n.ivo to do with only nine boilers until next week which wll ‘ 
lov-ur the ster-n output by lco tons. Boiler ro 19 will need* 
general overhauling ~nd tvo boilers will be taken off, either 
a or cleaning or snail repairs. 

EM: 

rhe^shut-off of the atc&c tnin No 1 to machine No li requested 
o/ bile boner department will be done on ...onday* .x* Voigt 
refers to t^o inconveniences which occurred durin^ the ] 
ro; ; ir on the stem main. lie requests the operational :.knu -ors 
*° T^viously ill the work schedule i\x ur ent a .d corn] ic-i^d 
repuirvork* * ' 

Dr* noxe requests a speed-up of repairwwrk on tlic variable vol- 

1 so tiu:t operation cun be resumed as de- 
ciiui'wl iiuna /or x>reus md by the uasoline riant# 
aipjrxn lx;s to be made for future commutations . grit- 
bC<n " *roval must bo given previously by general manager Breus. 


x rep oratory work on machine a,o le has progressed # $ou da t ions 
ana anchor in , screens con be ucue ready for Inst. 11 tioa. The 
mc4.nct or t\x Generator do lc has arrived from Lori in* 


.iccordin-j to information or :t. Litzsche there is on&y a stock 
about 4 tons of goocl vacuum oil„ The oil supply problem has 
be oe settled. i.s luasirn oil is better suited for machine ho 1* 
accord in - : to previous experience Dr. ia lake suggests asking 
general manager Areas whether re can expect joviet oil supples 
by the end of this year* If this is not possible we will have 
"t 0 ^peure vacuum oil# The combustion chamber pipes ere being 
nnst* Ilea in oo Her ITo 4# There is a shortage of scr^l * angle 
iron, flat iron as well as of shafts for the mills « 


ZV% 


b r * .ulirake emphasises th t we again have to over coxae elementary 
dill icultaes as the oast two years # The main administration has 
all or ted tons or cogent to all three plants for ^e-atemfcer # 

cur allocation was cut to 4c tons after the building, department 
reported A: t^e have about 9 q tons of commit in stock# 
jr « ; licike aaiutaixis that it is impossible to assure the supply 
of 5c 0 tons of earnout requested by the bulled uj dor rtment by 
tae end of this year# The building der: rtment mu3t first re** 
exumimo how much cement will b-c n- eded a til the and of this 


^C.lhf-CHAg ;CI./b^ CffiCIhL^ ChLY 
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ye; r. li. heubort also referre' to the necessary alloctv* 
tion oi‘ cement for the turbo-conpressor fundaments. 

* *>11. ike describes the diif icul t iee in the 2irocure;iQnt of 
■•estern v. jre ou^eats contacting ueaor- 1 .rnaysr Breus 
at once to brine -bout in increased usuist: .„ou or the rf oviot 
u-na.^eacat. ♦ dele;.;:. tion shoula bo oout to the ;-cr....ui mo~ 
no.iic Co.suission in Berlin aurin. the next week to report our 
problems to fossr. -errjiolz, Berber and j;lru. The corona 
cono. .xc uo. illusion must, 'op all muis, be interested in our 
built-in . project on a wider scale. ..v, /oiyt will atteri't 
to et . j. jelb. .a. .n to the proposed meeting. 

i.lxaI:o "..ill scuu c. teletype letter on this subject to 
the -or.. an ~ceno...ic Co, .mission today _u ask for the date of 
the aoetin ;• . r. cruonert • ill send n toletyoc letter to the 

party chair;. ian. 

iccordiuj to infer a tion of r . Uioh/nnn, uniform identifi- 
er tion cards will be issued to the employees of the power 
plant upon order of the soviet general mannyc, .©nt , probably 
by 1 October, iheso identification cards will hare a different 
color cross-line for ouch department, identification cards of 
employees uorkm in several departments will heve an additionel 
vertical line. 
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